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HOW WHITE COAL
IS MADE AND USED
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Whatever the duration of our supply of coal and oil, there is no doubt of the rapidly increasing
cost of these fuels. We must have more and cheaper power. There is everywhere, or within
reach, a source of never-failing power. The rivers of North America represent a force, if
harnessed, equal to the hard daily work of 1,800,000,000 men. Every year we are using
more and more of this water power to generate electric power. At Niagara alone 580,000
horse power are now generated. A horse power equals the hard steady work of ten men
(when those ten men feel like working).
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Through these huge tubes rushes the water after a 216-foot drop from the Niagara River above
the FaUs. The water whirls the turbines that operate the dynamos that generate 130,000
electric horse power that furnish light, heat and power for the factories and homes of a great

city.